

It’S that easy to design your own keyboard for any information handling 
system using the IKOR Universal Keyboard with 8 data-bits 
available for coding both shifted and/or unshifted char¬ 
acters. A completely different all-electronic principle of 
operation (patents pending) provides for error-free 
performance plus the ability to interface with 
any system. It permits you to specify virtually 
any keyboard configuration without requiring 
major modification of the basic design and can 
be supplied with either serial or parallel output. 

A minimal maintenance procedure is incorpo¬ 
rated into this simple, highly reliable design — 
coding is contained in each key; 
there are no cross-bars or 



linkages to fail; no lights to 
burn out or become masked by 
dust or dirt. These are but a few of the design 
advantages. The IK0R keyboards look like, feel 
like, and operate like the best electrical type¬ 
writers available. The IKOR keyboard 
functions without error at all speeds. But 
you can find that out and much more by 
asking us for a demonstration at your con¬ 
venience. IKOR will work with you on special 
requirements, in the development of special designs and 
will provide systems engineering services to assure electrical 
and mechanical interfacing to your satisfaction. 

IKOR Incorporated, Second Avenue, Northwest Industrial Park, 
Burlington, Massachusetts 01803 — Telephone (617) 272-4400 




fTER WAY TO COMMUNICATE 


CIRCLE NO. 48 ON INQUIRY CARD 

















































